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Message Text 



CONFIDENTIAL 

PAGE 01 LENING 00375 011002Z 
12 

ACTION SY-07 

INFO OCT-01 EUR-06 ISO-OO FBO-01 OC-06 CCO-OO /021 W 

125026 

R301810Z APR 74 
FM AMCONSUL LENINGRAD 
TO AMCONSUL FRANKFURT 
INFO SECSTATE WASHDC 0420 
AMEMBASSY MOSCOW 

CONFIDENTIAL LENINGRAD 0375 

DEPT FOR A/SY/T 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: MECHNICAL ASSISTANCE 
REF: FRANKFURT 2397 AND 2622 

1. PROPOSED VISIT SCHEDULE EXCELLENT. 

2. WORK INCLUDES COMPLETION OF ACRS AND PARENT ROOM. IN- 
STALLATION OF TWO CCTVS, FOUR ALARM SYSTEMS, 2 CIPHER LOCKS, 4 
S&G COMBINATION LOCKS AND 6 YALE 197 TYPE LOCKS IS ALSO TO BE 
ACCOMPLISHED. 

3. REQUESTED DUCTING FROM DEPT HAS NOT BEEN RECEIVED BUT 

IT IS BELIEVED REMAINING NECESSARY SYSTEMS ARE ON HAND. SUGGEST 
ANY MATERIAL BELIEVED REQUIRED BE SHIPPED PRIOR TO VISIT. 

4. PLEASE BRING TWO SIGNAL LIGHT SYSTEMS AND SWITCHES FOR 
ACRS OR ALSO DECALS FOR DOORS. 

GLEYSTEEN 



CONFIDENTIAL 



NNN 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 

Draft Date: 30 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: BoyleJA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974LENING00375 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7401 04-0146 
From: LENINGRAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974043/aaaaaccv.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: FRANKFURT 2397 AND 2622 
Review Action: RELEASED, APPROVED 
Review Authority: BoyleJA 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 MAY 2002 
Review Event: 

Review Exemptions: n/a 
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Review Referrals: n/a 
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